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Patient: Laperriere, Lyn Submitter Specimen Identifiers: 

CDC Outbreak ID: MI-06 

State Health Department CL12-330083A 


Specimen: Isolate 

Source of Isolate: Cerebrospinal fluid (CSF) Date Received: 10/17/2012 

Date Reported: 10/25/2012 

Type of Specimen: Fungal Meningitits Outbreak 2012 

Mold Species Identified: Exserohilum rostratum 


Test 

Colony Texture 

Result 

Downy / Velvety 

Conidiogenous Cell 

Holoblastic 

Microscopic morphology - mold 

Mycelium Septate / Conidiating 

Thermotolerance 

Growth at 37C 

Colony Color Mold 

Grey / Black 

Comments 

This isolate was identified using DNA sequencing. This test has not 
been cleared or approved by the FDA. It was developed and its 
performance characteristics were determined by the Mycotic 

Diseases Branch Reference Lab. 


Reviewed by: Mary E. Brandt, Ph.D. 

Fungus Reference Unit 
Phone: 404-639-0281 
Fax: 404-639-3021 
Email: mbb4@cdc.gov 

Revision History: No previous reports. 
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